
A New ii Ai\iso/ \l Beth mm Scale! 


No. 622 Weighmaster ... A personal scale for accurate weight control 

The new Hanson bath scale is the finest scale of its kind . . . 
the low, wide base hugs the floor, has no tendency to tip or waver. 
The new magnifying lens with V-point indicator assures easier 
reading, and a tamper-proof zero-set offers fast, precise re-setting 
if necessary. 


Capacity: 250 lbs. by lbs. 

Dial: Easy to read black figures and large 
spaced pound graduations on white pro¬ 
tected by magnifying lens for extra legi¬ 
bility 

Dimensions: 11%" x 9%" x 2^" 

Finish: Baked enamel with chrome trim 


Color: White, light green, maize, blue, rose. 
Model 633—All chrome finish 

Packing: One to a shipping carton. Six to a 
master carton 

Net Weight of Scale: 8 lbs. 

Packed Weight: 9 lbs. Master carton: 55 lbs. 


No. 622 Enamel Finish, Chrome Trim. List $7.95 

No. 633 DeLuxe, All Chrome. List $10.95 
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